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The King Kong Zoological Park. Inc 
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Site: 001 
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Cuslomer ID: 33S56 
Certificate S5rC*0222 


Type ROUTINE INSPECTION 
Dale May-21 -201 3 


3.131 (a) 

SANITATION, 

Sec, 3,131 Sanitation 

(a> Cleaning ol enclosures. E.*crela shall be removed Irem primary enclosures as often as necessary to proven! 
contamination oF the an mals contained therein and lo minimize disease hazards and to reduce odors. When 
enclosures are cleaned by hosing Or flushing, adequate measures Shell be taken lo pfOied the animals confined in 
such enclosures from be ng directly sprayed with the stream el water or wetted involuntarily 

A bear named "Maggie" has an accumulation of excreta inside the concrete den. Several ol Ihe piles have a while 
mold on top, The boar dens need to bo dean in order to prevent insects and disease Clean den more often to 
prevent mold and reduce odors. Correct by May 22 ,2013. 
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